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SUBJECT: GOCYPRUS HOSPITAL TENDER 

REF: NICOSIA 2580 OF DECEMBER 21, 1973 

1. ACCORDING TO GOCYPRUS PLANNING BUREAU OFFICER DIRECTLY 
INVOLVED IN HOSPITAL TENDER DELIBERATIONS AND NEGOTIATIONS, 
FEASIBILITY STUDY WILL BE AWARDED TO EUROPEAN (CONTINENTAL) 
FIRM. WITH HOSPITAL PLANNING EXPERIENCE IN MIDDLE EAST AND 
EUROPE. ARTHUR D. LITTLE, INC., CAMBRIDGE, MASS. (ADL) 

TOOK SECOND PLACE IN COMPETITION SINCE ITS COSTINGS WERE 
SUBSTANTIALLY HIGHER THAN WINNER. IN PURE QUALITY TERMS. 

ADL WAS CONSIDERED NUMBER ONE OF THE 45 COMPETING FIRMS. 

AS GOCYPRUS IS IN PROCESS OF NEGOTIATING DETAILS 

WITH WINNING FIRM, ADL HAS NOT RPT NOT BEEN INFORMED OFFICIALLY 

AS YET. 

2. OFFICIAL STATES THAT TENDERS FOR ARCHITECTURAL PLANNING OF 
HOSPITAL WILL BE ISSUED IN 12 TO 18 MONTHS. AGAIN, PREFERENCE 
WILL BE GIVEN TO FIRMS WITH HOSPITAL EXPERIENCE IN MID EAST AND 
EUROPE. 

GRANT 
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